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A +5V 


C GND 


UNLESS OTHERWISE INDICATED: 
TRANSISTORS ARE DEC2904 
DIODES ARE D672 
RESISTORS ARE I/4W, 5% 
RESISTORS ARE 1,500 
CAPACITORS ARE330MMFD,I00V,5% 
E2IS DEC7400N 
E3 a El ARE DEC7440N 
PIN 7 ON EACH IC = GND 
PIN 14 ON EACH IC = +5V 


PARTS LIST IS A-PL-G22I-0-I 


■3C 


S 


1^ 


■ ■ ■ ■ ' I 1- 


DRN. 


Cb<K'D; 


PROD, t^^ 


DATE 


DATE 


DATE 


DATE 


TRANSISTOR & DIODE CONVERSION CHART 


DEC 


DECI008 


DEC 2904 


D662 


0672 


EIA 


MMI008 


2N2904 


IN64S 


IN3653 


DEC 


EIA 


SDIDDSD 

EQUIPMENT 
CORPORATION 

MAVNARD. MASSACHUSETTS 


DEC 
DRB 


FORM NO. 
102 


t 


5" 


TITLE 


MEMORY SELECTOR G22 


SIZE 

B 


CODE 

cs 


NUMBER 

G22I-0-I 


PRINTED CIRCUIT REV. 


Di5i; 


^v\ 


t/?v 


B 


REV. 

D 


3 


INI^ 


